Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 2/8/2010 7:38:50 PM 

To: Taugher, Helen (DPH) [Helen.Taugher@state.ma.us] 

CC: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Morrill Offices 


Jim, 

If there is any equipment, materials or furniture you no longer want or need we are trying to inventory it so it can be 
recycled, moved to another location approved by DPH or just plain thrown away. Paul Walsh may be coming out in the 
near future to take a look and inventory. I will let you know a soon as we hear from Paul regarding his schedule. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Taugher, Helen (DPH) [mailto:Helen.Taugher@state.ma.us] 

Sent: Monday, February 08, 2010 2:35 PM 

To: Lobik Stephen 

Cc: Hanchett, James (DPH) 

Subject: RE: Morrill Offices 

I am cc:ing Jim with this reply so that you have his email. His phone number is 545-2601. 

Helen Crean Taugher DNPc MPH RN 

Regional Immunization Nurse - Western Region 

Massachusetts Department of Public Health 

Bureau of Infectious Disease Prevention, Response and Services 

413-545-6604 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Monday, February 08, 2010 2:03 PM 
To: Taugher, Helen (DPH) 

Subject: Morrill Offices 

Helen, 
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Myself and Dick Nathhorst both from FPD will be coming by with Paul Walsh for him to inventory DPH surplus 
materials that may be moved off site or disposed of. Are there any materials you would like to dispose of or 
move out of the building? Also I cannot find Jim's contact information. If you have it can you please pass it 
along so I may contact him? 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(c) HH 

(F) 413-545-3684 
slobik@facil.umass.edu 
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